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THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 
OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 18, SECTIONS 793m 
AND 794, OF THE U.S. CODE, AS AMENDED. ITS TRANSMISSION OR REVE~ 
I LATION OF ITS CONTENTS TO OR RECENPT BY AN UNAUTHORIZED PERSON 15 
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THIS JS UNEVALUATED INFORMATION 


PROHIBITED BY LAW, 


25X1 


1. One complete set of spare parts 1s delivered with gach Stormovik sircraft 
protuced by the Avia wirplane factory near Prague. 


2 Competent Avie employees believed that the workerst pledge of 500 completed 
. planes by Christmas could only be half fulfilled because spectal-tools and 
_ serews Were in short supply, Vidium drills imported exclusively from Sweden 
Were: among the items which were lacking, 


3+ Steel parts and metal sheets are supplied to the Ayia plant in Prague by 
the Poldine Hut plant of the United Steelworks National Corporation (SONP) 
* in Kladnoe., ; , 


4, fhe Avia plant now maintaing a special police department to investigate acts 
of sebotage and the like. | 


5+ Weapons which are to be mounted in the planes are stored in a magazine 


located between the main assenbly hall and the butlding in which mechanical 
brakes are made, 


25X1 Le Lecererar o aceon Now known as the J. Dimitrov Plant of Avia, 
_ ational Corporations Letnany near Prague. 
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